To:  Restivo,  Angela[Restivo. Angela@epa.gov] 

From:  Fuller,  Kris 

Sent:  Thur  8/13/2015  12:59:07  PM 

Subject:  FW:  Well  Type  Question 

Hi  Angela,  we  heard  back  from  the  field  team  about  the  Private  Well  hits  yesterday.  See  his 
response  below. 

Let  me  know  if  you  have  further  questions. 

From:  "Tighe,  C.  Daniel"  <Daniel.Tighe(5)WestonSolutions.com> 

Date:  Thursday,  August  13,  2015  at  7:56  AM 

To:  David  Cook  <David.  Cook@WestonSolutions.com> 

Cc:  Kris  Fuller  <Kris. Fuller@westonsolutions.com> 

Subject:  RE:  Well  Type  Question 


Hey  David, 


At  this  point,  we  are  only  testing  drinking  wells;  however,  I’m  not  convinced  that  is  so  since  we  are 
not  talking  to  the  homeowners  (NM  state  is  doing  that).  But,  they  are  telling  us  they  are  all  drinking. 


Let  me  know  if  you  need  anything  else. 
Thanks, 

Daniel 


C.  Daniel  Tighe,  PMP 
Weston  Solutions,  Inc. 

713.397.1550  cell 
713.985.6763  direct 


From:  Cook,  David 

Sent:  Thursday,  August  13,  2015  7:46  AM 

To:  Tighe,  C.  Daniel 

Cc:  Fuller,  Kris 

Subject:  Well  Type  Question 
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Morning, 


I’m  working  here  in  the  R6  REOC  doing  data  management  for  the  Gold  King  response. 


Was  seeing  if  you  could  provide  us  with  some  information...  We  have  preliminary  results  in  that  have 
exceedances  for  the  following  sample  locations: 


TA-A003-1 5081 0-21 
TB-B003-1 5081 0-21 
TB-B004-1 5081 0-21 


We  are  trying  to  identify  the  well  type  of  these  samples.  Can  you  tell  me  the  well  type  of  these  wells 

(irrigation  or  drinking  water)? 


Much  appreciated, 


David  Cook 
Programmer 

Weston  Solutions,  Inc. 

2705  Bee  Cave  Rd,  Suite  100 
Austin,  Texas  78746 

(512)651-7152  Direct 
(512)970-8836  Cell 
(512)651-7101  Fax 

david.cook@WestonSolutions.com 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please 
notify  the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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